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Compliance Test for Environmental Control Products, Model 5001, 


‘Incinerator 


All Applicable Federal Agencies 


1. We have received a report prepared by an independent testing 
- eoncern on the compliance test of the Model 500T incinerator 


manufactured by: 


Environmental Control Products, Ine. 
Post Office Box 15753 
Charlotte, North Carolina 28210 


2. The test results showed that the incinerator met the emission 
Standards in the Code of Federal Regulations (Title 42 CFR Part 76) 
while burning Public Health Service standard waste (similar to 
Type 1) and while burning pathological waste (Type 4). 


3. Based on the test results and a comparison of design parameters 
it is believed the following incinerators will meet the Federal 
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capacities shown below: 


pene a NA CO A A 


Maximum Burning Rate #/hr 


Model Type 0 Type l Type 2 Type 4 


Se ee ee Re 
500T 375 490 575. 250 
7507 575 735 / 900 375 
1O00T 750 975 1200 500 
1500T 1125 1475 1600 750 
20007 1500 1950 2300 =. 1000 


4, It shculd be noted that mechanical loaders would be necessary 
for the larger models in order to realize the higher burning rates. 
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